September 4, 2024 


DGE 


ge HIGHWAY & TRANSPORTATION DISTRICT 


Federal Communications Commission 
45 L Steet NE 
Washington, D.C. 20554 


RE: Public Notice— NEXTNAV PETITION FOR RULEMAKING WT Docket No. 24-240 
RM-11989 


To Whom It May Concern: 


The Golden Gate Bridge, Highway and Transportation District (District) is in opposition to 
NextNav’s petition request for rulemaking. The proposal by NextNav would threaten our ability to 
process toll transactions with the accuracy and level of service the traveling public expects and 
deserves. We hereby respectfully request the FCC to deny the NextNav petition for Rulemaking in 
the lower 900 MHz Band. 


The District is a special district of California covering 6 northern California counties, which was 
established in 1928. The enabling legislation of the District, a government agency, encompasses 
California Streets and Highways Code § 27000-27565. The District owns and operates the Golden 
Gate Bridge and collects vehicle tolls electronically to fund the operation and maintenance of the 
Bridge, as well as our public bus and ferry transit systems. 


The District has invested approximately $60 million in its roadside toll systems which uses the 
ISO/IEC 18000-63 (known as 6C) communication protocol for tolling applications for the purpose 
of automatic vehicle identification (AVI). The District operates eight readers at our single tolling 
site. Regionally, in conjunction with the Bay Area Toll Authority and other Bay Area toll agencies, 
our system works with the 5.5 million toll tags used by Bay Area FasTrak® and the many more 
issued by other California toll operators to process an average of 16 million transactions annually, 
representing about $146,000,000 in toll revenue. 


Electronic tolling operations at the Golden Gate Bridge rely exclusively on the Lower 900 MHz 
Band to provide efficient vital transportation to the public in the Golden Gate corridor. 


NextNav’s proposed operations present significant risk of interference to toll collections systems, 
including the one that is a vital part of the District’s primary source of revenue. 


Thank you for your consideration. If you have any questions, please do not hesitate to contact me at 
(415) 923-2203 or dmulligan@goldengate.org. 


Sincerely, 
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Denis J. Mulligan 

General Manager 
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